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Message Text 


TAGS: OTRA, OCON, TPHY, UK, GW 

SUBJECT: FDA REPRESENTATIVE INTERFACING WITH COUNTERPARTS 
AND MAKING SITE VISITS 


1 . FDA ADVISES THAT DR. JAMES A SPHON, SUPERVISORY CHEMIST, 
DIVISION OF CHEMISTRY AND PHYSICS, BUREAU OF FOODS WILL BE 
IN EUROPE JUNE 1 1 -JULY 8, 1978. WHILE ON ANNUAL LEAVE IN 
EUROPE, DR. SPHON WILL VISIT 3 MASS SPECTROPHOTOMETRY SITES 
AS FOLLOWS: (A) AEI SCIENTIFIC APPARATUS, LTD., AND V.G. 
MICROMASS, LTD., BOTH IN MANCHESTER, ENGLAND; (B) VARION. 
BREMEN, WEST GERMANY. 

2. AS "NE OF THE MEMBERS OF THE FDA MASS SPECTROMETRY TASK 
FORCE, VISITS WILL BE USEFUL IN ASSESSING REQUESTS OF SUCH 
EQUIPMENT FOR THE AGENCY. 

3. ASSISTANCE OF EMBASSY WILL NOT BE REQUIRED. CHRISTOPHER 
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